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OBJECTIVE

Process Z-plant transuranic waste and scrap. Demonstrate capability of acid digestion
system to process various waste and scrap forms.

SCOPE

Demonstrate capability of the Radioactive Acid Digestion Test Unit (RADTU) to process
Z-plant waste, D&D waste, and special waste forms.

RECENT TECHNICAL HIGHLIGHTS

High rate digester equipment was installed and tested to increase system capacity to 10 kg
waste/hr. Centrifuge and air classification equipment was installed and tested. Radioactive
operation was restarted in June, 1980.

International workshop on acid digestion was held at HEDL in October, 1980.

EXPECTED NEAR-TERM ACCOMPLISHMENTS

Demonstration of high activity waste processing will be completed in CY 1980. Tests in
RADTU to determine processability of "unique solutions" and reactive scrap forms will be
completed in FY-81.
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